November 14, 1975 


Dr. Ivor W. Hughes 
Mr. Robert L. Kersey- 
Dr. Preston H. Leake 
Dr. Murray Senkus 
Dr. Alexander W. Spears 
Dr. Helmut Wakeham 

Gentlemen: 

Pillsbury tells me that two corrections 
are being made to the nicotine figures appear¬ 
ing in the Federal Register , Iceberg 100 from 
1.6 to 0.6 mg, and Vantage KFM from 0.8 to 0.7. 
Both resulted from typirig errors on copy sent 
to the Federal Register. 


Sincerely, 


William L. Steele 

WLS/ps 

xc: Dr. W. B. Bennett 

Senator Earle C. Clements 
Mr. W. Brooks George 
Mr. Thomas W. Holley 
Mr. Horace R. Kornegay 
Mr. Frank Resnik 
Mr. Allan Topol 
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